SPECIFICATION CONTROL DRAWING 


PURCHASE MATERIAL: 7050-T7451 ALUMINUM PLATE OR 
7050-T7651 ALUMINUM PLATE 


SPECIFICATION: 


PART NUMBER: 
X W.WW X 
L.LL 
WIDTH 
LENGTH 


PER AMS 4050 (T7451) 
OR AMS 4201 (T7651) 


M7050-|HHHHH-| PIT.TT 
[t e m p e r I 
|t h k 


WHERE "HHHHH" = TEMPER (T7451 ORT7651) 
"T.TT" 
= THICKNESS (IN INCHES) 
"W.WW" = WIDTH (IN INCHES, OPTIONAL, FOR SPECIFYING CUT PLATE) 
"L.LL" 
= LENGTH (IN INCHES, OPTIONAL, FOR WHEN SPECIFYING BILLET WHEN USED ALONG WITH WIDTH) 
NOTE: GRAIN DIRECTION MUST BE IN LENGTH DIRECTION 


EG. 10.50 LONG BY 6.25" WIDE BY 4.50" THICK PLATE IN T7451 = M7050-T7451-P4.50X6.25X10.50 
EG. 11.00" WIDE BY 5.75" THICK PLATE IN T7651 = M7050-T7651 -P5.75X11.00 
EG. 3.50" THICK PLATE IN T7451 = M7050-T7451-P3.50 
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